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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 KABUL 05415 070334Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO AID-05 OPIC-03 EB-08 TRSE-00 OMB-01 
CIAE-00 INR-07 NSAE-00 /035 W 

020834 070336Z/13 

R 061 140Z AUG 77 
FM AMEMBASSY KABUL 
TO SECSTATE WASHDC 3853 


LIMITED OFFICIAL USE KABUL 5415 

FOR NEA/PAB; PASS ALSO AID FOR NE/CD 

E.O. 11652: NA 
TAGS: EINV, AF, OPIC 

SUB J : KAIAKAI POWER HOUSE: FISCHBACH OMAN (FOI) COST/CLAIM 
PACKAGE 

REF: STATE 118663 

1 . LATEST PRINT-OUT OF OPIC ACTIVE PRIVATE CONTRACT 
STATUS REPORT, DATED JULY 22, 1977, AND WITH JUNE 30, 1977, 
EFFECTIVE DATE, DOES NOT SHOW FISCHBACH-OMAN AS HAVING AN 
ACTIVE CONTRACT (SEE PAGE 12, AFGHANISTAN OF JULY 22, 1977 
RUN). WE ASSUME THIS IS AN ERROR, SINCE REFTEL DISCUSSES 
POSSIBILITY OF OPIC CLAIM BY FISCHBACH, "... UNDER 
FISCHBACH'S CONTRACT OF INSURANCE." 

2. PLEASE ADVISE. 

DECON 12/31/78. 

ELIOT 

LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CLAIMS, INVESTMENT GUARANTEES, POWER TRANSMISSION LINES 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 06-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977KABUL05415 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770283-0900 
Format: TEL 
From: KABUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770890/aaaacxvm.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: fc4de360-c288-dd11-92da-001cc4696bcc 
Office: ACTION NEA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 1 1 8663 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1690115 
Secure: OPEN 
Status: NATIVE 

Subject: KAJAKAI POWER HOUSE: FISCHBACH-OMAN (FOI) COST/CLAIM PACKAGE 
TAGS: EINV, AF, OPIC 
To: STATE 
Type: TE 
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